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Background: Dynamic radiographs are recommended to investigate non-healing evidence such as the dynamic mobility or in- 
travertebral clefts in osteoporotic vertebral compression fractures (VCFs). However, it is difficult to examine standing flexion and 
extension lateral radiographs due to severe pain. The use of prone cross-table lateral radiographs (PrLRs) as a diagnostic tool has 
never been proposed to our knowledge. The purpose of this study is to clarify the usefulness of PrLRs in diagnosis and treatment 
of VCFs. 

Methods: We reviewed 62 VCF patients examined with PrLRs between January 1 , 2008 and June 30, 201 1 . To compare the de- 
gree of pain provoked between standing extension lateral radiographs (StLRs) and PrLRs, numeric rating scale (NRS) scores were 
assessed and compared by a paired Mest. Vertebroplasty was done for 40 patients and kyphoplasty was done for 9 patients with 
routine manners. To assess the degree of postural reduction, vertebral wedge angles (VWA) and vertebral height ratios (VHR) were 
calculated by using preoperative StLRs, PrLRs, and postoperative lateral radiographs. Two variables derived from changes in VWA 
and VHR between preoperative and postoperative radiographs were compared by a paired f-test. 

Results: The average NRS scores were 6.23 ± 1.67 in StLRs and 5.18 ± 1.47 in PrLRs. The degree of pain provocation was lower 
in using PrLRs than StLRs (p < 0.001). The average changes of VWA between preoperative and postoperative status were 5.24° 
± 6.16° with PrLRs and 3.46° ± 3.47° with StLRs. The average changes of VHR were 0.248 ± 0.178 with PrLRs and 0.148 ± 0.161 
with StLRs. The comparisons by two variables showed significant differences for both parameters (p = 0.021 and p < 0.001, re- 
spectively). The postoperative radiological status was reflected more precisely when using PrLRs than StLRs. 
Conclusions: In comparison with StLR, the PrLR was more accurate in predicting the degree of restoration of postoperative ver- 
tebral heights and wedge angles, and provoked less pain during examination. The PrLR could be a useful diagnostic tool to detect 
intravertebral cleft or intravertebral dynamic instability. 
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Vertebral compression fractures (VCFs) are relatively com- 
mon among the elderly with osteoporosis. However, the 
diagnosis of compression fractures is sometimes not easy 
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with plain radiographs and selecting a proper treatment 
option is somewhat difficult. 

In acute VCFs, conservative management includ- 
ing pain medication or immobilization with braces has 
been considered to be a first-line treatment option. The 
pain from acute VCFs is usually alleviated significantly 
with conservative therapy. However, a number of patients 
still have severe pain after several months. Klazen et al. 1 ' 
showed a third of patients still had severe pain, necessitat- 
ing pain medication and physical therapy 2 years after the 
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onset of acute VCFs. In some cases, surgical treatment 
may be helpful for patients with long-standing back pain. 
Dynamic mobility or intravertebral clefts shown in plain 
radiographs are included in those cases. Dynamic mo- 
bility means delay of fracture healing, which eventually 
progresses to nonunion or so called Kummell's disease. 2 ' It 
has been known that the chances of union declined when 
there were intravertebral clefts. 3 ' Therefore, it is important 
to investigate the evidence of dynamic mobility, and dy- 
namic radiographs have been recommended as a first-line 
radiographic tool for suspicious cases. 

However, it is difficult to examine standing flexion 
and extension lateral radiographs in cases of VCFs because 
the patients cannot follow the exact position due to severe 
pain. The possible aggravation of collapse during the ex- 
amination is another problem. In this regard, McKiernan 
et al. 4> suggested the usefulness of supine cross-table lateral 
radiographs (SuLRs) and recommended examination for 
evaluating dynamic mobility. Several authors followed 
these methods and confirmed its usefulness. 5 ' 6 ' However, 
there are several problems in the methods including pos- 
sible pain stimulations and different positions with real 
operative settings. 

For this reason, the authors examined prone cross- 
table lateral radiographs (PrLRs) instead of SuLRs. The 
use of PrLRs in VCFs as a diagnostic tool for dynamic in- 
stability has never been proposed to our knowledge. Our 
aim was to clarify the usefulness of PrLRs in diagnosis and 
treatment planning of VCFs with dynamic instability. 

METHODS 

Materials 

This study was a retrospective case series and was ap- 
proved by our Institutional Review Board. We reviewed 
62 compression fracture patients examined by PrLRs and 
standing extension lateral radiographs (StLRs) between 
January 1, 2008 and June 30, 2011. Inclusion and exclusion 
criteria were as follows. The compression fracture patients 
with minor trauma such as slip down or coughing were 
included. The inclusive cases were limited to one or two 
non-contiguous fractures which were examined by PrLRs 
to assess dynamic mobility or intravertebral clefts. In cases 
where the quality of film was not good enough to measure, 
it was excluded (1 case). Two or more level compression 
fractures which were contiguous were also excluded be- 
cause the vertebral height ratio (VHR) could not be mea- 
sured (8 cases). 

The fractures were classified by time periods from 
onset. Acute fractures were defined as those having fewer 



than 3 months of symptom durations; and chronic frac- 
tures were defined as those having 3 or more months of 
symptom durations. The reason the authors selected 3 
months as a criteria was that the duration of normal heal- 
ing process was about 3 months and several reports ad- 
opted 3 to 4 months as a practical standard to classify. 7 ' 8 ' 
Forty- five cases (49 levels) were acute and 17 cases (18 lev- 
els) were chronic. Demographic data including age, gen- 
der, diagnosis and treatment protocols were obtained from 
electronic medical records. The degrees of osteoporosis 
derived from dual energy X-ray absorptiometry (DEXA; 
Lunar Prodigy Advance, GE Healthcare, Milwaukee, WI, 
US) scores. 

Methods 

All patients were initially treated conservatively, which in- 
cluded bracing with Thoracolumbosacral orthosis (TLSO) 
or Knight-Taylor orthosisin acute cases, and pain medica- 
tions in both acute and chronic cases. If symptoms were 
not alleviated after 2 to 3 weeks of conservative therapy, 
the authors then considered whether surgical treatments 
would be helpful and which surgical options would be bet- 
ter. However, the authors usually performed vertebroplasty 
whenever there was evidence of postural reduction. If the 
degree of re-expansion was insufficient, kyphoplasty be- 
came the choice. 

To compare the degree of pain provoked between 
StLRs and PrLRs, numeric rating scale (NRS) scores were 
checked and compared with a paired r-test. PrLRs were 
checked in natural prone positions in a flat table without 
pillows, which was completely the same with real opera- 
tive status (Fig. 1). Vertebroplasty or kyphoplasty was done 
with routine manners on a flat operation table and in the 
prone position. 

To assess the degree of postural reduction by prone 
position, preoperative StLRs, PrLRs, and postoperative 
lateral radiographs were used for analysis. The target 
cases for radiologic evaluation on the degree of postural 
reduction between PrLRs and StLRs were limited to the 
patients who underwent vertebroplasty because there was 
concern that the degree of reduction was exaggerated if 
kyphoplasty cases were included. Radiological parameters 
were measured individually by using picture archiving and 
communication system (PACS; Infinitt Co., Seoul, Korea): 
vertebral wedge angle (VWA) was defined by the angle 
between upper endplate and lower endplate of involved 
vertebra, and VHR was calculated as the vertebral height 
of middle column in the fractured vertebra divided by the 
average of vertebral of middle column at one level above 
and below the fractured vertebra to adjust magnification 
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Fig. 1. The illustration of the diagnostic 
position for prone cross-table lateral 
radiographs (PrLR). The direction of arrow 
means trajectory of x-ray beam. 
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Fig. 2. The parameters and calculating method from lateral radiographs. 
VWA (vertebral wedge angle) = Cobb's angle between Line 1 and Line 2, 
VHR (vertebral height ratio) = a / (b + c) x 2. 

errors of vertebral height (Fig. 2). 9> The differences of 
VWA between postoperative lateral radiographs and pre- 
operative StLRs were calculated and marked as VWA_1. 
The differences in VWA between postoperative lateral 
radiographs and preoperative PrLRs were calculated and 
marked as VWA_2. In the same way, VHR_1 and VHR_2 



were calculated. To assess each preoperative radiograph's 
degree of reflection to postoperative status, a paired r-test 
was used between VWA_1 and VWA_2. In the same way, 
comparison between VHR_1 and VHR_2 was done, re- 
spectively. 

To compare the predictability of postoperative ra- 
diologic status between vertebroplasty and kyphoplasty, 
student r-test was done using VWA_2 and VHR_2. Statis- 
tical significance was defined as p-value <0.05. 

RESULTS 

Patient Characteristics 

The average age was 73.9 ± 8.3 years old. The symptom 
duration was 1.1 ± 0.3 months in acute cases and 10.9 ± 
1.9 months in chronic cases. The average DEXA score was 
-2.44 ± 1.15. The demographic features including gender 
distributions and treatment protocols are described in Ta- 
ble 1. The most commonly involved level was LI (20 cases) 
followed by T12 (18 cases). The number of acute VCF 
patients who were operated on was 42 (10 male and 32 
female). The other 3 acute VCF patients were reluctant to 
undergo operations so they were continued to be managed 
conservatively. Vertebroplasty was done in 36 patients (40 
levels) and kyphoplasty was done in 6 patients (6 levels). 

Intensity of Pain in StLRs and PrLR 

The average NRS score in StLRs was 6.23 ± 1.67. The av- 
erage NRS score in PrLRs was 5.18 ± 1.47. The degree of 
pain provocation was lower in PrLRs than in StLRs and 
the difference was statistically significant (p < 0.001). 
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Table 1. Demographic Features of Patients 



Characteristic 


Total (n = 62) Acute (n = 45) 


Chronic (n = 17) 


Age (yr) 


73.90 ±8.14 73.46 ±8.41 


75.06 ±7.50 


Gender* Male 


16(18) 11(12) 


5(6) 


Female 


46(49) 34(37) 


12(12) 


Total 


62(67) 45(49) 


17(18) 


Symptoms duration (mo) 


1.1 ±0.3 


10.9 ±1.9 


DEXA score* 


-2.44 + 1.17 (n = 48) -2.54 + 1.12 (n = 36) 


-2.18±1.29(n = 12) 


Treatment* Vertebroplasty 


40(45) 36(40) 


4(5) 


Kyphoplasty 


9(9) 6(6) 


3(3) 


Conservative 


13(13) 3(3) 


10(10) 


*The figures in brackets mean involved levels. f Data from fourteen patients were missing. Dual energy X-ray absorptiometry (DEXA) score was checked from L1- 
L4. *AII patients were initially treated conservatively. 


Table 2. The Means and Standard Deviations of Two Parameters and Comparisons of Two Variables Derived from the Differences between 
Postoperative and Preoperative Radiographs 




VWA (°) 


VHR 


Preoperative standing extension lateral radiographs (A) 


12.05 ±7.74 


0.584 ±0.168 


Preoperative prone cross-table lateral radiographs (B) 


10.26 ±6.77 


0.683 ±0.185 


Postoperative lateral radiographs (C) 


6.80 ±5.56 


0.831 ±0.150 


Difference between A and C (D) 


5.24±6.16(VWA_1) 


0.248 ±0.1 78 (VHRJ) 


Difference between B and C (E) 


3.46 ± 3.47 (VWA_2) 


0.1 48 ±0.1 61 (VHRJ) 


Comparison between D and E* 


1.78 ±5.04(0 = 0.021) 


0.1 00 ±0.1 25 ip< 0.001) 



Values are represent as mean ± SD. Only 36 patients who underwent vertebroplasty were included. 
VWA: vertebral wedge angle, VHR: vertebral height ratio. 
*Paired f-test was used. 



Radiological Parameters between PrLRs and StLRs 

The mean and standard deviation of measured VWA and 
VHR in patients who underwent vertebroplasty are sum- 
marized in Table 2. The mean of VWA_1 was 5.24 ± 6.16° 
and that of VWA_2 was 3.46 ± 3.47°. There was a signifi- 
cant difference between VWA_1 and VWA_2 by paired 
f-test (p = 0.021). In the same way the means of VHR_1 
and VHR_2 were calculated. The comparisons between 
VHR_1 and VHR_2 are shown in Table 2 and it revealed 
significant difference (p < 0.001). 

Comparison of Radiological Parameters between 
Vertebroplasty and Kyphoplasty 

The VWA_2 was 3.36° ± 3.65° in vertebroplasty group 
and 7.58° ± 4.09° in kyphoplasty group. The difference 



between each group was statistically significant (p = 0.015). 
The VHR_2 in vertebroplasty group was 0.150 ± 0.161 
and that in kyphoplasty group was 0.156 ± 0.110. The dif- 
ferences between them was not statistically significant (p = 
0.930). 

DISCUSSION 

Our results showed less pain provocation in prone posi- 
tions than standing extension positions. Furthermore, 
preoperative PrLRs reflected the degrees of reduction 
more precisely than preoperative StLRs. In VCF patients, 
proper flexion and extension of lateral films are difficult to 
obtain due to severe pain. In addition, the risk of further 
collapse during the flexion and extension positions is also 
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a limitation of standing dynamic radiographs. Thus, there 
have been several reports on the usefulness of SuLRs as 
an alternative. McKiernan et al. 4) showed dynamic mobil- 
ity in 44% of 41 patients who underwent vertebroplasty 
to compare preoperative standing lateral radiographs and 
SuLRs. Following these methods, two other reports were 
published; one showed the value of sitting and supine 
with bolster lateral radiographs in painful osteoporotic 
VCFs. 5 ' The other evaluated the efficacy of SuLRs to detect 
intravertebral clefts and assess dynamic mobility in osteo- 
porotic VCFs. 6 ' All authors proposed that SuLRs were ef- 
fective at showing dynamic mobility and helped to decide 
whether to operate without further evaluations like the 
MRI. 

However, there are several problems not being men- 
tioned. First, they frequently used bolsters (pillows) under 
the patient's back to stretch the compressed vertebral body. 
However, this maneuver may aggravate back pain because 
excessive stretching could stimulate pain by motion of 
fractured vertebral body. The fact that the supine position 
cannot reflect a real operative position, which is prone, is 
also one of their limitations. 

In this regard, we examined the PrLRs preoperative- 
ly. Using this protocol, it was relatively easy to position pa- 
tients without severe back pain. This was supported by our 
assessment of pain through the checking radiographs. Fur- 
thermore, it was evident that PrLRs reflect postoperative 
radiological status more precisely than StLRs according 
to our results. Authors considered the prone positioning 
as being more preferable to predict radiological outcome 
which is the reason for checking radiographs under the 
same operative positions. 

PrLRs have several advantages in the decision- 
making process for VCFs. Firstly, if dynamic mobility of 
fractured vertebral bodies or intravertebral clefts existed 



in those radiographs, vertebroplasty or kyphoplasty can 
be demonstrated because those lesions are considered 
to be highly probable pain origins. Secondly, they could 
help in deciding whether to perform vertebroplasty or 
kyphoplasty. Both procedures can be used for painful 
osteoporotic VCF refractory to medical treatments. 10 Al- 
though there were several reports on the comparison of 
clinical outcomes between percutaneous vertebroplasty 
and kyphoplasty, 11 " 13 ' few reports discussed the differences 
in between them. Kyphoplasty can be performed in any 
case. However, pain provocations during the procedure 
and more junctional vertebral collapse have been known 
as the demerits of kyphoplasty. 14 ' In this reason, vertebro- 
plasty can be the option if the degree of postural reduction 
is satisfactory. Although the merits of kyphoplasty includ- 
ing the reduction of the risk of cement extrusion exist in 
that case, vertebroplasty could be sufficient to restore the 
height. However, if the degree of restoration is not enough, 
then kyphoplasty may be useful since it has been known 
to offer a higher degree of spinal deformity correction 
than vertebroplasty. 12 ' In fact, the extent of postoperative 
vertebral height restoration would be different depending 
on the types of surgery. Because ballooning makes verte- 
bral height to be more elevated, the difference of vertebral 
heights between preoperative and postoperative radio- 
graphs in kyphoplasty groups could be higher than that 
in vertebroplasty groups. However, our data indicated no 
differences in postoperative height restorations between 
two procedures even though the restoration of VWA was 
significantly higher in the kyphoplasty group. Thirdly, 
PrLRs can be helpful when searching for non-healing evi- 
dences in VCF patients with chronic back pain (Kummell 
disease). Intravertebral cleft owing to nonunion could be 
seen more definitely with this procedure. The example 
case was presented in Fig. 3. Brown et al. 15 ' proposed that 





Fig. 3. The illustration of intravertebral 
instability for T12 compression fracture 
in a 76-year-old man who suffered from 
back pain for 6 months. (A) A standing 
extension lateral radiograph showed 
severe compression fracture at T12 
vertebra. (B) A prone cross-table lateral 
radiograph revealed a vacuum cleft 
(arrow) in the body and slight reduction of 
vertebral height. (C) Vertebroplasty was 
done and the pain was alleviated. 
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percutaneous vertebroplasty improved symptoms in 80% 
of their chronic VCF patients who had pain over 1 year. 
But, they did not mention the indications related to radio- 
graphic findings. In fact, our results did not support the 
association between postoperative results and the extent of 
fracture instability. However, PrLR could be considered as 
one diagnostic option for chronic VCF patients with back 
pain. 

This study has some limitations. Firstly, our study 
is retrospective and the data related with follow-up were 
also insufficient, the authors could not evaluate the post- 
operative clinical courses including adjacent vertebral 
body fractures or recompressions. 16 ' 17 ' Secondly, sample 
size was relatively small, especially the numbers of patients 
who underwent kyphoplasty and who had chronic symp- 
toms. Thirdly, because we used the severity of trauma as 
inclusion criteria, the degree of osteoporosis, which was 
measured in DEXA scores, was not to be considered as in- 
clusion criteria. Fourthly, there will be problems relating to 
differences of patient positions in checking PrLRs. In fact, 
the authors thought there would not be so much variance 
because the films were checked in natural prone positions 
without pillows. However, there would be some chances 
of errors if the patients were obese or deformed. Unfor- 
tunately, appropriate correction methods for these situa- 
tions could not be found. Finally, the parameters can vary 
depending on the fracture configuration. For example, the 
VHR would be estimated to be lower in concave type than 
in wedge type, and the wedge angle would be more mean- 
ingful for wedge type fractures. This is also the reason why 



both VHR and VWA were considered as degrees of com- 
pression. 

Regardless of these limitations, this study was mean- 
ingful in the following aspects. This study demonstrated 
the new concept of PrLRs which were useful in VCFs with 
dynamic instability. Kyphoplasty can be performed with 
many reasons including safe height elevations without 
cement leakages. Furthermore, predictable postoperative 
status is only one of the factors for selecting the type of 
surgery. Considering the possible problems related to ky- 
phoplasty, the vertebroplasty could be a considerable op- 
tion under specific conditions. In addition, they also sug- 
gest whether operative treatments are helpful in chronic 
symptomatic VCFs. There appears to be less limitation 
with PrLRs than SuLRs. However, a prospective compara- 
tive study between the two examinations will be needed to 
reach a conclusion. 

In comparison with StLR, the PrLR was more accu- 
rate in predicting the degree of restoration for postopera- 
tive vertebral heights and wedge angles even in vertebro- 
plasty, which has less height elevation effects as compared 
with kyphoplasty, and showed less provoked pain during 
examination. PrLR could be the useful diagnostic tool to 
detect intravertebral cleft or intravertebral dynamic insta- 
bility. 
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